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Chief, Administrative Sorvioes 9 November 1961 

Chief* Building Maintenance and Utilities 

Report of Operations by the Building Maintenance and Utilities * i , 

niwi mm tmAM-lki. m.# 1 J i \ 1 ^ j f. A-r ^ ’ . . 


Division during the month of October^ 1961# 
Volume* 


e mon-cn or uoxocer, awox# 

k-etAAr - * r °ikk- \ 


28 


TL 

A# 1, Requests for services on hand prior to October 
2# Bequests on ,band two months old or older 
3# Bequests for services on hand 51 October 23 

B* Bequests for services received in writing during October 279 

0* Telephone call# received during October 2000 

D* 1* Orders submitted to GSA charged to quarterly 
encumbrance* 

October allotment of quarterly encumbrance for 
alterations and installations# $18,160*00 
Speoial orders submitted to OSA not charged ... 
to quarterly encumbrance v 

a* Renovations (6608) . $169,640*00 

b* Renovations (Other) 1*?SS#G0 

mor i OT 

3* (Quarterly orders smitten for October, November 

and Dedenlber'ltSW ' §14,497i00 ' 6 

4* Orders submitted to GSA nonreimbursable (written 

end ve rbal ) 600 

6# Routine inter-offioe memorandums written 28 

■## Boutine inter-agenoy letters written 8 

S« 1* Space moves during October 30 

2# Total personnel moved 864 

3* Equipment moves 34 

4« Man hours worked by GSA 1993 

8« Estimated cost ' $2,876*00 

October allotment of quarterly encumbrance for 
Laborers end Trucks $5,333*00 


?« Protective Service (OSA Guard Posts) 

1* Reimbursable Posts 167 

2, Non^reimbursabl e Posts ;.,J»4 

Ootober allotment of quartersly encumbrance $81,488«00 - 
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0* Menie# paid to dSA against quarterly order# during the 
month of October for sendees r uttered during the month 
of July# 


1, 38A Ouarde 152,660# 67 

2# QBA laborers and Trucks 6,441*28 

8 * Alteration# and Installation# 16,946*08 

Additional Work Order# 168,201*16 

4* Elevator Serrico 878*86 

6* .Janitor Service, HSC 24*86 
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Attachment 
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